Splatoon Community: The Movie 


Literature / Scripts & Screenplays / Screenplays & Teleplays / Comedy 


Tse (Ap 


Written by: ThetaRex227 Productions 


- THE END IS NEAR - 


(Theta wakes up in arena_sawmill and decides to investigate what's in the 
warehouse) 


- EVENTUALLY... - 
(Theta gets shocked as he sees the Squid Sisters with scared expressions turned 
into golden statues, Poool in a permanent mannequin-like trance, Wooley stabbed 


in the forehead, and Emily hanged by a rope on her neck) 


(Theta gets really scared to all of this, until he hears a voice...) 


222: You shouldn't have come here, Theta. 


(Theta looks a the familiar figure) 


???: Now it's best that you run from me. You're next. 


(Theta shrieks as the figure charges at him) 


(Theta wakes up screaming and then breahtes heavily before calming down) 


Theta: I can’t believe that I had the same nightmare again. 


- LATER - 


(Theta knocks on Brian’s door and he opens it) 


Brian Jackson II: Oh, Hi Theta! What brings you here? *he smiles* 


Theta: Hey Brian. Listen, I had the same nightmare again. 


Brian: The one where you walked into that warehouse place thingy and saw most of 
our friends dead? Yes, I know. 


Theta: And then I saw that figure. “Shad”. 


Brian Jackson II: Oh yes. Shad Yeager. That creep that we’re slowly learning about. 
He keeps terrorizing out neighborhood and bullies most of our friends and rivals. 


Theta: But I feel as if there’s something behind that. Like, more to it. 


Brian Jackson II: I’m with you Theta. We need to talk to the others about this. 


Theta: I agree. 


- LATER, AT THE MALL - 


Brian Jackson II: Guys, there’s an important reason we all came here today. 


(The rest of Brian’s friends look at each other in confusion) 


Clauds: And what’s the reason exactly? 


Alex: yes, I want to know that too. Who exactly are we talking about in here? 


???: Only the biggest bad there ever was. 


(Theta gets angry) 


Theta: I know that voice. 


Brian Jackson II: *gets angry too* Yup, me too. 


(The inklings get angry along) 


Clauds: In fact, we all know that voice. 


(They all turn around to see...) 


Inklings: Max O. 


Max O.: How are y’all doing? Lazy ass (Clauds), Autistic retard, (Alex)... 


Alex: I’m not a retard!!! *he’s angry* 


Clauds: And I’m not lazy! I improved! 


(She crosses her arms in anger) 


Max O.: Everyone else who is stupid, and of course. 


(He smirks evilly) 


Max O.: Theta. 


Theta: For the 1,000th time, I’m NOT STUPID! 


Brian Jackson II: Calm down Theta. He’s just trying to get under our skin. 


Theta: I know that. And it keeps working! 


Max O.: Face it. You’re just fucking retarded, weather you like it or not. Just unlike 
me, who is very mature and sincere. 


(Theta punches Max O. in the face) 


Clauds: *snickers* That’s what you deserve, you big jerk. 


Scarlet: *giggles* That’s right. 


(Max O. chuckles) 


Max O.: Well that was sincerely brave of you. 


Theta: Get the hell out, before I lose my temper. 


Max O.: Nah. I’d rather just stick around. In fact, in time, your friends will truly see 
for who you are... 


(Max O. sees Big Smoke with a gun) 


(He shakes in fear) 


Big Smoke: Boi, gtfo! 


Max O.: Oh fuck! 


(Max O. runs in fear) 


Theta: *smirks* Serves the asshole right. Thanks Smoke. 


Big Smoke: No problem dawgs. *smiles* 


CJ: Big Smoke! What about the train?! I wanna follow it! 


Big Smoke: Aight Cj! Aight! Let’s follow the damn train. 


(His cameo ends) 


Lori: *laughs so much* That was so fun. It’s like the day just got better. 


Jake: Well, I guess Big Smoke turned out okay. He’s just one hungry fellow. 


Alex: Yeah, just like you remember it at Buffalo Wild Wings. 


Clauds: Right. 


(Everyone laughs about it) 


(Theta sees his friends laughing, but sighs in sadness) 


Clauds: You alright Theta? 


Theta: *sighs* I’m sad, you guys. It’s just... 


Brian Jackson II: We know. Our Splatoon GMOD SFM Community suffers from a lot 
of drama. We know this. 


Jake: But I can’t help but feel that Shad might be responsible. Ever since 2015. 


(Everyone gasps) 


Jake: What? He shutdown my gaming channel, and tore apart the Halo community. 


(He gives an honest shrug) 


Theta: Shad is responsible?! 


Jake: I guess you could say that... 


(Theta turns red in anger) 


Clauds: Um... guys? Theta’s gonna turn into a Kraken again! 


Alex: Everyone! Take cover! 


(They do before Theta bursts into flames and turns into a Red Kraken) 


(He cools off) 


(All the other Inklings in the mall gasp in shock) 


Simpul: You're okay Theta. It’s not like we’re ever going to see him. 


Theta: *sighs* Okay, okay. 


(Meggy shrugs as she keeps texting Mario on her Squidphone) 


Meggy: This is just sad. 


(Meggy keeps texting) 


- Meanwhile - 


(Max O. runs to a certain someone, Shad Yeager) 


Max O.: Shad! Shad! We’ve got problems! 


(Shad turns around) 


Shad: Oh, do we now? 


Max O.: Theta figured out that you destroyed the Splatoon Community. 


Shad: WHAT?!?!! 


(He gets really angry and screams) 


(He strangles Max O.) 


Shad: How does he know?! 


Max O.: How the fuck am I supposed to know?! Last time I was there earlier I 
overheard Jake telling Theta about you. 


(Shad strangles Max O. even harder) 


(Shad puts him down) 


Shad: That does it! Max O., I want you to bring Theta to me. And Dr. Dire Man, 
you're coming along with him. Do not fail me! 


Dr. Dire Man: Aye aye, Captain! *salutes* 


(Shad Yeager facepalms) 


Shad: I’m surrounded by idiots. Just go. 


Dr. Dire Man: Okay. Come on Max O! Let’s go! 


Max O.: Alright! Alright! I’m coming. 


(Dr. Dire Man and Max O. get out of Shad Yeager’s sight) 


Shad: Soon Theta. We will meet. And your doom will come. The End Is Near. 


(He chuckles nastily) 


- LATER THAT NIGHT - 


Theta: See you guys tomorrow. 


Brian Jackson II: Goodnight Theta. 


Clauds: Sweet dreams Pal. 


Alex: See you in the morning, Theta. 


Lori: Goodnight Theta. 


(Everyone says their goodnight to Theta before they head to their houses) 


(Theta sighs in relief) 


(He smiles) 


Theta: I love those guys. 


(He goes to his house, knocks on the door) 


(Emily opens the door) 


Theta: Emy, I’m home! 


Emily: Theta-Chan! You came! 


(She playfully pounces on him) 


(She keeps giving him cute smooches) 


(Theta blushes) 


Theta: *chuckles* Alright Emily. It’s okay, I’m home. 


(They both get up) 


Emily: So, how was your day? 


Theta: *sighs* It was okay. 


Emily: What do you mean? 


(Theta looks down again) 


Emily: What’s wrong? It’s okay, you can tell me. *smiles* 


Theta: *sighs again* Alright, I'll tell you. Me and my friends were at the mall and 
we talked about something huge going on. 


Emily: Like what? 


Theta: Our Community... all its drama so far... I can’t bare it but I’ve learned that 
Shad... 


*He cries* 


Emily: Oh, Theta. Don’t cry. 


(She hugs him) 


Emily: I’m sure some good will come of it. 


(Theta sniffs) 


Theta: I hope you’re right. Because you know what? I’m not gonna stand in place 
and let it suffer anymore. I’m gonna save it! 


Emily: Baby! 


(She holds him) 


Emily: I don’t think it’s a good idea. 


Theta: Why not? 


Emily: I fear it might just make things worse. 


Theta: You don’t know that! None of my friends know that! 


Emily: But I assume worse things can happen. 


Theta: Like what?! Letting more of my friends suffer because of the drama caused 
by him?! I certainly don’t think so! 


(They both get angry) 


Ralph: Alright you two! Cut it out! 


(They stop) 


Theta: Ralph? What are *you* doing here? I thought you were with Clauds. 


Ralph: Clauds told me that I should stay with you guys for the night. There’s 
something important we need to discuss. 


Theta: Like what? 


(Ralph looks around) 


Ralph: The Shad. 


Theta: Oh... 


Emily: Oh why? 


Ralph: I can confirm that this Shad Yeager is responsible for the drama. 


Emily: Now, about this Shad Yeager, what does he have to do with us? 


Ralph: You guys are not gonna believe what I’m about to say next but... 


T&E: What is it Ralph? 


(Ralph looks around and sweats) 


Ralph: I may have assumed that they’re brothers... 


T&E: RALPH!!! 


Ralph: Hey it’s not my fault he came in and lied to me about you guys being a 
threat. The guy’s crafty for crying out loud! 


(They all calm down) 


Theta: Oh. 


Emily: He does sound crafty. 


Ralph: Thank you. Now, can we please get some sleep? 


(Theta and Emily look at Ralph and then each other, they nod, and look back at 
Ralph) 


Theta: Sure. Let’s go get some sleep. We’ve had a long day. 


Ralph: Alright. 


(Cut to Theta’s house) 


Theta: Goodnight Ralph! 


Emily: Yes, Goodnight Ralph. 


Ralph: *chuckles* Goodnight you two. 


Theta: Milady? 


(Emily giggles) 


- THE FOLLOWING MORNING... - 


(Dr. Dire Man knocks on the door) 


(Ralph opens the door) 


Ralph: Um, can we help you sir? 


Dr. Dire Man: Yes, I’m looking for Theta. My boss sent me to find him so he could 
pay him a visit. 


(Ralph gets really confused) 


Ralph: Um... And why are you saying this...? 


(Dr. Dire Man snaps his fingers) 


(Ralph falls asleep) 


Dr. Dire Man: You'll find out. 


(Dr. Dire Man and Max O. enter Theta’s house and they start looking for him) 


(Theta and Emily head downstairs and see Dr. Dire Man and Max O.) 


Theta: *gasps* No. It can’t be! 


Emily: Theta, what are we going to do? 


(She holds him when she gets scared) 


Theta: Don’t worry baby. We'll make sure that they don’t see us as long as we’re 
together. 


Dr. Dire Man: You know we can hear you, right? 


(Theta and Emily’s faces... priceless) 


(Dr. Dire Man smiles evilly, waves at them while Max O. flips them off) 


(Dr. Dire Man snaps his fingers on both Theta and Emily, making them both asleep) 


Max O.: Finally! Let’s take the pedo to our boss. 


Dr. Dire Man: Yes. It’s only a matter of time before the wrath of I, Dr. Dire Man, is 


brought upon the Splatoon GMOD and SFM Community. And we need to make sure 


to let the boss handle the rest. Got that? 


Max O.: Damn right Got it! 


Dr. Dire Man: Alright, we got him. Let’s go. 


(They both carry him out the door and they leave carrying him) 


(Ralph and Emily wake up) 


Emily: *gasps* THETA!!! 


Ralph: Those two, they got him! 


(They run to them, but before they could, it was too late) 


Emily: Oh no! They captured him! 


Ralph: And for some reason as well. We need to inform the others. This just got 
serious! 


Emily: I agree! 


- EVENTUALLY - 


(At Shad’s headquarters) 


Dr. Dire Man: Wake up! 


(Theta wakes up shrieking) 


Theta: Where am I?! 


Max O.: You’re in the boss’s headquarters. 


Theta: Huh? Who’s your boss??? 


Shad Yeager: That would be me. 


(Shad Yeager reveals himself) 


Theta: *gasps* 


Shad Yeager: I know what you’re thinking. “Shad Yeager?! You evil forsaken 


destroyer!” I know, so no need to be starstruck. 


Theta: Starstruck?! Do you think I look starstruck to you?! Tell me exactly what I’m 
doing here!!! 


Shad Yeager: You seem a bit, tempered up. Let him cool off, boys. 

Max O.: Uh... Are you sure about this boss? 

Shad Yeager: NOW!!! 

(Max O. and Dr. Dire Man let Theta cool off) 

Shad Yeager: Now, how about we make a deal? I let you go of this community so 
that it may live and somebody else can save it, or refuse to believe me, and I will 
unleash my true power on the community. Do we have a deal? 

(Theta gets really scared) 

Dr. Dire Man: Your choice, puny squid. 

Max O.: Yeah. Fucking Pedo. *smirks like a bully* 

(Theta sighs) 

Theta: Fine. I accept your deal. 

Shad Yeager: Excellent. Now, I give you my permission to leave. 

(Theta sighs in sadness) 

(Theta walks his way out) 


Max O.: Boss, that was like the best plan you had in mind. 


Shad Yeager: I know. With him gone, I can continue causing drama until it is dead. 


Then every other community will suffer just the same way. 


(He chuckles evilly) 


Dr. Dire Man: Oooh! This IS exciting! 


(BJ and friends were waiting for Theta, until he comes feeling depressed) 


BJ: Theta, there you are! 


Clauds: We've been waiting all day for you. 


Callie: You nearly scared us. 


Marie: Yeah, what Callie said. 


Ralph: So what happened? 


(Theta sighs in sadness) 


Theta: I’m leaving the community. 


(Everyone gets shocked) 


Everyone WHAT!!1!??? 


Bob: Yo. What the hell is going on? What did I miss? 


Ralph: Shut the hell up Bob!!!! 


(He kicks Bob in the crotch) 


Bob: Ouch. My ovaries. 


(Ralph cools off) 


Ralph: You’re leaving?! 


Clauds: But... but why? 


Callie: Don’t leave Theta. 


Marie: Please don’t... 


Lori: Theta, please no! Don’t go! Please! 


(Everyone starts to tear up) 


Theta: I’m sorry everyone. But this is goodbye. If anyone wants to visit me, I’ll be 
In the Undertale community. 


(Theta enters a portal to the Undertale community, and the portal closes) 


Clauds: Why would this happen? *tears up* 


Callie: I don’t know. Man, and I thought us being enemies was bad. 


Clauds: That’s only in the videos we’ve been in so far. 


Callie: I know. 


Marie: With Theta around, there was hope. And now he’s gone... *tears too* 


Emily: Oh my Theta... *tears up* 


(She starts to cry) 


(Everyone hugs Emily to comfort her) 


(Jake however...) 


Jake: You guys seriously don’t know that Shad convinced the hell out of him to 
leave? He did that! 


Everyone: WHAT?!?! 


Jake: Yeah. I know this. 


Emily: We need to get Theta! 


Clauds: We do! 


BJ: We're nothing without him! 


(Everyone panics for Theta) 


BJ: Come on everyone. There’s no need to panic. Let’s go find Theta! 


(Everyone agrees and enter the Undertale Community portal) 


- MEANWHILE... - 


(Poool and Lilia look to the street and see Shad Yeager walking) 


(They both shriek in fear and hug each other) 


Lilia: Poool, who is that?! 


Poool: I don’t know. 


(While Shad Yeager walks through the street, Geof just stares into a piece of 
Cheesecake) 


Geof: I love mah Cheesecake! 


(Shroom_ comes in) 


Shroom_: Geof, seriously! Someone’s gonna destroy our Community! 


(Geof’s cheesecake thought immediately end when he hears that) 


Geof: WHAT!!?? 


(Shad Yeager captures BJ and friends and takes them with him) 


Shad Yeager: Your precious Theta won't save you now! 


(He laughs evilly as he takes the rest of the major Splatoon animators with him to 
his headquarters) 


Clauds: Oh no! He’s taken our friends! 


Yenvel: Plus, Theta’s gone nonetheless! 


(Clauds and BJ turn around to see Yenvel, an OctoBoy) 


BJ: I’m sorry... Who are you? 


Yenvel: I’m Yenvel, and I’m Theta’s closest friend. I wanna help find him. 


Clauds: Um... Alright. Come on, kid. 


BJ: Let’s go find Theta. 


Yenvel: Alright. 


(After BJ, Clauds and Yenvel find Theta, they rush to Shad Yeager’s headquarters) 


(They all see their friends trapped in Cryogenic boxes) 


Shad: You shouldn't have come here, Theta. 


Theta: I actually am here. 

Clauds: Where are our friends you monster?! 

BJ: Release them! 

(Shad reveals himself) 

Shad: Let me tell you a little bit about myself. 

Theta: Like what? 

Shad: I’m glad you asked. 

(Squido cameo running as he screams) 

Shad: I’ve been a devil for 18 years since 2000. Every time I committed such nasty 
deeds, I felt more alive. I tore apart the Halo Community and that’s something that 
gave me an idea: tear apart every other Community out there on the Internet. 
Eventually 2015 came around, and that’s where Nintendo comes in with Splatoon. 
That’s where I’ve sparked up its drama, even to this day. Including some events 
that must not be mentioned at all. 

Theta: So that’s what you were up to? Destroy every Community? 

BJ: You will pay for this you demon! 

Clauds: We will take you down to the ground! You'll pay for manipulating Theta! 
Yenvel: That’s my best friend they’re talking about! 


(Shad laughs evilly) 


Shad: So that’s how you want it? Fine. 


(Shad turns into his dragon form) 


Dragon Shad: So be it!!! 


Theta: Have at him! 


(An epic fight ensues while a remixed version of Fly Octo Fly ~ Ebb & Flow by Off 


the Hook starts playing) 


~ NOTE: The final battle will be animated by Brian Jackson II ~ 


(BJ, Clauds and Yenvel all get injured except Theta) 


(Shad powers up) 


Shad: Any last words, fools? 


(Theta turns into his giant Red Kraken form again) 


Kraken Theta: I should be asking you that question. Any last words? 


(Shad realizes that he’s screwed) 


Shad: Splatoon is Dead? 


(He laughs nervously) 


(Kraken Theta kills off Shad) 


(End Battle theme ends) 


Heavy Weapons Guy (Voice over): You are dead. Not very very big surprise. Ha! 
That slaps me on the knee. Thank you! 


(Theta turns back to normal but falls unconscious) 


(Everyone is free) 


Everyone: Theta!!! 


(They run to him and they start tearing up) 


Marie: Thank you for saving us Theta. 


Callie: You’re our hero. 


(They start sobbing and hugging each other) 


Yenvel: Goodbye Theta. 


Lori: Theta!!! *cries* 


(Theta then wakes up) 


Theta: Woah woah WOAH!!! Alright, alright! What just happened? 


(Everyone gasps and cheer) 


Everyone: Theta!!! 


(They all hug him) 


Theta: I’m okay guys. 


Lori: We’re glad to hear that. 


(Emily and Lori kiss him on his cheeks) 


Emily: My hero. 


Lori: You did it Theta! You saved the Community! 


(Theta smiles and blushes) 


Theta: I know ladies. And I’m proud that I did. 


(They all exit the headquarters together) 


(Max O. exits) 


Max O.: HEY! WHAT ABOUT ME?!?! 


(Theta shoots Max O. in the fucking face, that asshole!) 


Theta: SHUT IT, ASSHOLE! 


(Everyone laughs) 


~ Later, at Buffalo Wild Wings ~ 


BJ: Everyone, we’re gathered here today to thank our good friend Theta for saving 
the Splatoon GMOD SFM Community from Shad Yeager. Thank you man. 


Clauds: Thanks Theta. 


Squid Sisters: Yeah! 


Meggy: You did pretty good. 


Stupid Mario: Oh yeah, you are Number one. 


Ralph: A toast! To Theta! 


Everyone: To Theta! 


BJ: To Splatoon! 


Everyone: Yeah! 


Emily: And for including us in this movie. 


(Everyone agrees) 


(Alex Spider walks by, cathing Theta’s attention as he gasps) 


(Alex Spider gives him a thumbs up and keeps on walking) 


(Theta tears in joy as he cries) 


Emily: Aw, it’s okay baby. 


(She hugs him) 


(They all hug him) 


Emily: Let it all out. 


(Theta keeps crying in happiness) 


Theta: Okay. *Sniffs* I’m alright. 


Simpul: Everyone gets a happy ending, am I right? 


BJ: Right you are, Simpul. 


BJ: Hey DJ! Play us a beat! 


Geof: Cheesecake! (Yes) 


(Geofcraze634 plays Let's Groove - Earth Wind & Fire (MonduCci House Remix) 


(Everyone starts dancing) 


(Camera zooms out of the Garry’s Mod map) 


(Cut to black) 


~ THE END ~ 


(Cue end credits, made by Brian Jackson II) 


(Alright! Post-Credit Scene time now) 


RED Demoman: What’s this? 


BLU Soldier: Only one way to find out, Demoman. 


RED Demoman: Alright Soldier. 


(They open Clauds’ door) 


(They both get shocked to see the Squid Sisters) 


BLU Demoman: I’ve got a bad feeling about this. 


Callie: Oh no you don’t. 


Marie: Callie should’ve kept your weapon. 


(Fade to RED Demoman and BLU Soldier screaming) 


RED Demoman: In our language, this sucks! 


BLU Soldier: Please please god, Kill me! 


(They keep screaming) 


(Callie and Marie chuckle) 


BJ: Well, they deserved it. 


Theta: Yes they did Brian. 


(They fist bump each other) 


(Cut to black) 


